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Tool, Safety (Benton Tool Corp.) February. 
‘Transmissions Systems, remote pneumatic 
(Taylor Instrument Co.) October......-- 


Truck, Windlass (Turbine Sewer Machine 
Co.) April ...eceeeeeeseereseececscrcs . 

Turbine, Deep Well (Worthington Pump & 
Machy. Co.) Jamuary....-++++-+++> 

Unit, Variable Speed (Reeves Pulley Com- 
pany) September ....-.-+eeeereveeeees 


Units, safety, gas lines of sewage treatment 


plants (The Vapor Recovery Systems 

CO.) May ..cecccceccrcsecvetccserceses 
Valves, Bronze (Reading-Pratt & om) 

December .....-ccecesececcvcccees 


Vibrators (Syntron Company) September. . “3 
Vibrators and Controllers, ‘‘Kxplosion Proof 


(The Syntron Co.) February.......-.-- 
Valves, Meter and Couplings (Ford Meter 
Box Co.) March........-e++eeeees 
Valve, Safety for Water Heating Boilers 

(McDonnell & Miller) October ......... 


Valve, Solenoid (General Electric Co.) April 


Valves, ‘‘Stabilfio* (The Foxboro Co.) 
SRS ek sac a oid ouoad eon OT ean weae eS 
Waterproof Coating (Ranetite Mfg. Co.) 
APPil cocccccccccccccccccccccsesescccss 


Waterproofing Compound, caulking, sealing 
(American Bar Lock Co.) December. 
‘“‘Water Savers’’ (Lonn eee Com- 


pany) March ......seesecseeceeceecees 
Water Systems, Deep Well *(Roots- Conner- 
ville Blower Corp.) October............ 


Wire, laytex coated (U. S. Rubber Co.) July 


Nomograph, Multiple, for Determination of 
Chlorine Demand .........++- seccovedns 
North Carolina Section, A. W. W. A....... 


Nozzle Replacement on Trickling Filters 


O 


Obituaries and Death Notices— 
Bell, Alexander .......eeeeeeeeeeveees 
Hawley, W. C.....cccccccccesevcveecee 
Carpenter, Lewis .....--eeeeecereceeee 
Gascoigne, GeO. ...ccesccceseesececeses 
Rapp, Wm. M......ccccccccccccvccesecs 
Ohio Sewage Treatment Conference........ 
Oil Field Waste Water Disposal............ 
Odors and Tastes, Effect of ‘‘Benclor-3’’ on 
Ohio and Pofomac River Anti-Pollution Com- 
pacts Authorized .......ceeeeseeeeeeens 
Old Dominion Section, A. W. W. 
— N. Y., Sewage Treatment, Project 


Outfall Sewer at Golden Gate Exposition, 


Floating and Lowering..........+++.+. 
r 
Packinghouse Waste Treatment........++.. 
Paint Brush Kink ...cccccccccsscecsecnces 
Palmer Filter Sweep, A Year's Experience 
WD. 00066 00sccescrcesvtesssenegneeses 
Paris, France, Water Supply: Warning 
Against Contamination by Enemy....... 
Penna. Sewage Works Association.......... 
Pennsylvania Water Co.: Charles L. Fox 
Appointed General Superintendent...... 
Penna. Water Operators Association....... ° 
Phoneers, Mederm ..ccscccccccccness oseavee 
Pige Aligning, ClOMD ec ccc cccccccrecscecses 
Pipe Bushings, from standard pipe, Making 
Pipe: THAUHRS ccc.cvc6ncn0 060009 000540.50406 
— Joints: Experiences witht Rubber Pack- 
WE o:06-0505009660 0.008040 RRaE Mee heures 


Pipe Joints: 


DIONE opcresecacesicesvanetenersecee ‘ 
Pipe Joints: Rubber Jointing Ring for. 
Pipe Line, Coal Shipment................. 
Pipe Lines: Boston’s New Conduit......... 
Pipe Lines: Determination of Friction Co- 

_ efficient in Water Mains.............. 
Pipe Lines: Rehabilitation of Force ae 

CE . B.D ev xusnanccsenisanseses 
Pipe Making Preferred to Stock Exchange... 
Pipe Threads, protecting, a kink......... 
Pipes: Experiences in Protecting from 

WM, caer b-tks ease se aewen ten wwii 
Polio Virus Found in Sewage.............. 


Pollution Bill, Better a Compromise Than No 


Pollution: Congress Authorizes Ohio and 

Potomac River Compacts...... 59646604 
Porous Plate Filter Bottoms............... 
Portentous Drought in the Making.. .38, 
Potomac and Ohio Anti-Pollution Compacts 

DE © iso ccnigetansroescs0dsweses 
Power Lift Chart, Hydraulic ..........+- 


“Problems of Lake Biology’ ’—Book Review. 
Progress in Water ened and Purification 
De BOD inet ecbigens as sounenasckes 
sie ~* enone 
Public "Relations, The No. 1 Asset......... 
‘“‘Public Water Supplies’’—A Book Review. 
Pumping Station and Filter Plant, New, 
Raleigh, N. C.. 
Pumping Stations, Sewage Maintenance of. 
Purification and Water Supply, —— in 


1939 
Purification: 

CWUBEROOR. occ osc cvccccecccenseuee 068/508 
Purification Plant, Milwaukee’s Water. .137, 


Q 


Quick Way to Estimate Length of Material 
in Any Roll......e-seeeeeeeeeers eoib.sis- 


91 


547 
16 
236 


377 
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Radio-Directed Sewer Service, 
lieved to Have Had Earliest 

Radio-Equipped Sewer Trucks in Cincinnati 

Raleigh’s New Filter Plant in Service 

Raleigh, N. C., New Filter Plant and Pump 
ing Station 

Rapp, Wm. M. 

Rates, Water, 
Review) 

Rating Public Water Supplies 

Reading, Pa.: Experiences 
Water 

Reference and Data Section (Published with 
April issue) 

Rehabilitation of Force Mains, Akron, Ohio. 

Recreational Use of Water Supply Areas— 
A Correction 

Rich, Col. E. 

Rockville Center, Long Island, Sewer Mainte- 
nance 

Rotary Blowers in Activated Sludge Plants.. 

Rubber Jointing Ring for Ponrid Pipe Joints 


Ss 


Safe Loading for I-Beams, Diagram for.... 

Safety Record of New Jersey Joint Meeting 

Salesmanship: Signs of the Master Sales- 
man 

Sand (Deep)—Filters 
Used 23 Years 

Sand Scour by Air-Water Combination Wash 

Sanitation Achievements, Texas Honor City. 

Screenings Problem, Sewage 

Seconds Become Minutes 

Self-Insurance by a Municipal Water Utility 

Settled Sewage Elutreation 

Sewage Analyses 

Sewage Disposal, 
mun‘ty 

Sewage Disposal and Industrial W astes, De- 
velopments and Trends in 1939.......... 

Sewage Filtration 

Sewage Filtration: Deep Sand Filters for 
Settled Sewage Used 23 Years Ago.... 

Sewage Filtration with Silica Sand Fil- 
DOOR. 6cceo senses dene 2000 0bd nek can dee 351, 

Sewage, Infantile Paralysis Virus Found in 

Sewage Plant Laboratory, equipping 

Sewage Pumping Stations, Maintainence 

Sewage Screenings Problem 

Sewage, Settled, Elutriation 

Sewage Sludge as Fertilizer 

Sewage Sludge Density, Some Considerations 
of 

Sewage Sludge Disposal 

Sewage Sludge, Fertilizer 
Value of 

‘‘Sewage Treatment’’ 

Sewage Treatment: 
and Operation 

Sewage Treatment: 

Sewage Treatment: Grit, 
Washing; Jigging 

Sewage Treatment at Jackson, 

Sewage Treatment Plant, New, 

Sewage Treatment Plant, 


Dallas Be- 


(Death of) 


in American Cities (A Book 


for Settled Sewage 


and Fertility 
A Book Review 
Grit Chamber Design 
Grit Removal 

Its Collection and 
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Horace 
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Brown, 
Bailey, 
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231 
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Sewage Treatment Plant, Small, Factory- 
Fabricated 


Sewage Treatment 


Sewage Treatment: Rotary Blowers in Acti- 
vated Sludge Plants 
Sewage Treatment Plant, 
ing Operation 
Sewage Treatment: The Biofiltration System 
Sewage Treatment Works, Construction.... 
Sewage Works Association, National: 
Editorial 
Sewage Works Convention of National Pro- 
portions 
Sewage Works Convention Planned for Fall 
Sewage Works Federation, Chicago 
vention 

Sewage Works Financed as ‘‘Water Protec- 
tion’’ 

Sewer Maintenance 

Sewer Maintenance Truck (New) 

Sewer Service, Dallas, Radio-Directed 

Sewer Service Trucks, Radio Equipped, Cin- 
cinnati 

Sewerage Decade, Beyond Compare 

Sewer, Outfall, at Golden Gate Exposition: 

Floating and Lowering 
Sheeting, Corrugated, Sewer Construction... 
Shop Practice, 

Signs—Danger—Men Working 
Silica Sand Filters in Sewage Treatment.351, 
Silicate Treatment of Water, Protective 

Film in 
Sludge as Fertilizer 
Sludge Disposal with a Bit of Glamour. 
Sludge, Fertilizer and Fertility Value of. 
Sludge Density, Some Considerations to the 

Question of 
Smith, Hal, Promotion 
Smith, Zode, Anniversary.. 
Soften Plants of Special Interest, 
Soft Hammer, Easy to Make 
Softening Plant of the Metropolitan Water 

District of Southern California.261, 295, 
Softening of Water at Ann Arbor, 

Mich d 387. 
Softening Water: Lime and Lime Treaiment 
South Jersey Sewage Operators Association. 
Steam Boilers, Cross Connections...........- 
Super- -Chiorination 

‘‘Super-Super’’ Chlorination at 


American 


Ottumw a. 


Tastes and Odors, Effect of ‘‘Benclor-3"’ 

Tennessee-Kentucky Section A. W. W. 
Lexington Meeting 

Texas Honor Cities for 
ments 

Tower, Water, 

Transportation 

Treating Incrusted Wells.............++-++5 

Treatment of Water: Experiences at Read- 
ing, Pa. 

Trench Work, Use of Corrugated Steeing in 

Tucson’s Water Works Improvement 

Truck, Sewer Maintenance 

Turbidimeter for Fairly Clear 

Twisting Kink 


Sanitation Achieve- 


of Dignified Appearance.... 
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